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DEDICATION 


Invitations will soon go out’ for the dedication cere- 
Mmony for the new National Library of Medicine building. 


On Thursday, December 14, at three o'clock, the dedica- 
tion program will include addresses by HEW Secretary Abraham 
MRibicoff, Senator Lister Hill, and Ambassador Alexis S. Li- 
atis of Greece: Dr. Worth B. Daniels, Chairman of the Board 
of Regents of NLM, will preside. Music will be provided by 
the United States Army Band, commanded by Lieutenant Colonel 
ugh Curry. The ceremony will be held in the main reading 
room of the new building, located at 8600 Wisconsin Avenue, 
Bethesda, Maryland. 


At ten o'clock on Friday, December 15, there will be a 
peneral symposium on Books and Medicine; this program will 
also be held in the main reading room of the new building. 
ajor General Joseph H. McNinch, Chief Surgeon of the United 
States Army in Europe, will speak on "The Military Tradition 
bf the National Library of Medicine.” Miss Gertrude L. An- 
an, President of the Medical Library Association, will talk 

"Medical Librarianship in the United States." Dr. Carl W. 
Mondit, Professor of Humanities and English at Northwestern 
Meniversity, will speak on "The Building Arts in the Service 

bf Librarianship." Dr. Chauncey D. Leake, President of the 
MAmerican Association for the History of Medicine, will speak 
en "History, Science, and Librarianship.” Dr. William B. 
bean, Professor of Medicine at the University of Lowa, will 
@eddress the assembly on “Physicians and Books." Short vi- 

fnettes of "Three Who Made the Library" will conclude this 
mprtogram: Dr. Estelle Brodman, Librarian of Washington Uni- 
myersity School of Medicine, will discuss Robert Fletcher; 
tr. Dorothy M. Schullian, Curator of History of Science Col- 
ections, Cornell University, will discuss Fielding H. Gar- 
ison; Dr. Frank B. Rogers, Director of the National Library 
bf Medicine, will discuss John Shaw Billings. Dr. Rogers 
ill also serve as presiding officer for this symposium. 








2 OCTOBER 196] 


————————————————— 
CONF IRMAT ION 


The Senate confirmed, on September 5, the nominations 
of Dr. Norman Q. Brill and Dr. Saul W. Jarcho as members of 
the National Library of Medicine Board of Regents. 


PERIPATETIC STAFF 


Miss M. Ruth MacDonald, Assistant to the Director, is 
in Paris to attend the International Conference on Catalogu- 
ing Principles. Mr. Scott Adams, Deputy Director, is about 
to depart for Warsaw with a Public Health Service exchange 
group. Dr. John B. Blake, Chief of the History of Medicine 
Division, spent two weeks of September in the Manuscript Di- 
vision of the Library of Congress; in October he will spend 
several weeks at the Folger Shakespeare Library, nd visit 
LC's Rare Books Division in November. Dr. Joseph H. Roe, 
Jr., Special Assistant to the Director, is in Los Angeles, 
having matriculated at UCLA's School of Library Service. 


PUBLICATIONS 





} 
Russian Surgical Staplers. PHS Publication No. 871. 47), 





Due to appear the first week in October, this publication 
is a compilation by Stanley Jablonski of NLM's Bibliographic 


Services Division. It contains 120 abstracts of Russian | 


journal articles on stapling devices and suturing techniques 
used in surgery. Copies available on request. 


National Library of Medicine. Annual Report for the Fiscal 
Year 1961. 73 p. (Multilithed) Available on request. 








Reprints from Bulletin of the Medical Library Association, 
issue for July 1961. Available on request: 
Estelle Brodman. Memoir of Robert Fletcher. 
Charles A. Roos. Physicians to the Presidents 


Elizabeth G. Moseley. Medical Dictionaries ... 





Genevieve N. Schiffmann. National Medical Bibliographies. 


Austin, Robert B. Early American Medical Imprints, 1668-1820. 
A guide to 2,106 early works printed in the United States. 





Holdings of some 35 libraries are indicated. Expected date 
of publication: November 1, 1961. 


Bibliography of Medical Reviews. Volume 6, 1961. 

This volume is a cumulative issue of the material which 
appeared in the previous five volumes, plus 3,300 new items, 
for a total of some 15,000 review articles. Expected date 
of publication: December 20, 1961. 
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GROWTH OF COLLECTIONS 
™ CURRENT YEAR COLLECTION TOTALS 
ns 
re of With- Net 30 June 30 June 
Added drawn Gain 1960 1961 
BOOK MATERIAL 
is 1.Bound Monographs 
] 
Logu- a. HMD 417 54 363 33,747 34,110 
about 
— b. 1801-1913 124 1,979 -1,855 91,452 89,597 
ste c. 1914- 9,129 394 8,735 146,464 155,199 
spend 
psn Subtotal 9,670 2,427 7,243 271,663 278,906 
sles, | > pound Serials 7,133 - 2,133 259,066 266,199 
Total Bound 
| Volumes (1-2) 16,803 2,427 14,376 530,729 545,105 
47 Dp, ’ 
tio, | 3:Theses 281 “ 281 283,725 284,006 
aphic f , pamphlets 1,192 - L362 161,416 162,608 
ssian 
i ques / 
} Subtotal (3-4) 1,473 « an 445,141 446,614 
iscal Total 
| Book Material 18,276 2,427 15,849 975,870 991,719 
rion, || NON-BOOK MATERIAL 
L.Microfilms 221 “ 221 2,094 2,315 
2.Portraits and 
— Pictures 737 - 737 56,297 57,034 
- 1820, Total Non-Book 
R= Material 958 - 958 58,391 59,349 
date 
BOUND VOLUME 
EQUIVALENTS* - - - 15,000 15,000 
which 
yr GRAND TOTAL 19,234 2,427 16,807 1,049,261 1,066,068 





*Material in pipeline 
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STATISTICAL SUMMARY, FISCAL YEAR 1961 


During the year which ended June 30, 1961, the National 
Library of Medicine: 


ACQUIRED 


PURCHASED 


CATALOGED 


WITHDREW 


BOUND 


PREPARED 


ADDED 


CIRCULATED 
ANSWERED 


FILLED 


PRODUCED 


PUBLISHED 


SPENT 


EMPLOYED 


16,951 
69,968 
1,336 


388 


27,186 


2,427 
14, 236 


18,219 


813 


152, 768 
10,090 


109, 258 


2,775,552 


2,070,703 


308,892 


130,000 


$1,758,051 


books 
serial pieces 
new serial titles 


old and rare items for the 
History of Medicine Collection 


titles, of which 14,902 were 
recataloged works 


duplicate and out-of-scope items 
volumes, of which 3,500 were rebinds 


main entries for the 1960 volume of 
the National Library of Medicine 


Catalog 


pictures and other items to the 
Art Collection 


volumes 

reference questions 

interlibrary loan requests, of which 
6,795 were filled with loan of 


original material 


pages, of which 689,954 were for 
preservation 


pages of photoprint and 
paper cards 


items in the Index Medicus from 
1,775 journal titles 





for library operations 


an average work force of 218 persons 





Use of funds for printing this publication approved by the Director 


of the Bureau of the Budget, February 26, 1960 











